&® Audi A4 


Wiring Diagram 


No. 15/1 


Radiator fan control 350 W, 400 W or 600 W 
= 1.81125 kW engine codes AMB 

=> 3.01162 kW engine codes AVK, BGN 

From 2002 m. y. 


Main fuse 


@ on the Battery 
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@ Instrument panel driver side 
Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox trom 23 onwards are numbered 223 onwards in Current Flow Diagram. 
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Coupling station with threaded connection 


@ in the electronics box, plenum chamber 


3 - 17-Pin Connector, red (T17d) 
6 - 17-Pin Connector, white (T17e) 
Connector station A-pillar 


@ behind side trim, left 
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14 - 10-Pin Connector, grey (T10d) 
4-Pin Relay Carrier 


A97--0293 


@ In electronics box, plenum chamber 


3 - Motronic Engine Control Module (ECM) Power Supply Relay (J271) 
4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 
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G - Coolant Fan Fuse (S42) 
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&® Audi A4 


No. 15/2 


Wiring Diagram 


Radiator fan control 


A Battery 
J... ECM Relay (see applicable engine wiring diagram) 
Motronic Engine Control Module (ECM) 

Coolant FC (Fan Control) Control Module 

S4 Fuse in fuse holder/relay panel 

$42 Coolant Fan Fuse 


$88 Fuse Strip 


T10d 10-Pin Connector, grey, connector station A-pillar, left 
404 25 T17d_17-Pin Connector, red, connector station E-box, plenum chamber 
J230 T17e 17-Pin Connector, white, connector station E-box, plenum chamber 
J. so an a 
Fa ) eee 11) Ground connection, in battery box 
887 rr 104 an 
6,0 25 0,35 ) a 
6.0 2. 26 ) Ground connection, on front apron 
Threaded connection -1- (30), on the relay plate 
" Plus connection:(30),in-engine:compartment wiring harness 
C) 6x) t iT 174/11 
es a ns Connection (87), in wiring hamess engine pre-wiring 
roigr rows: ond 
* 1.81 Motronic 
T17e/16 T100/5 ” 3.01 Motronic 
16,0 6.0 15 25 O5 *** Not for all versions 
role Ic ws 
, i kL a 7 it **** Fuse with 60 A for Radiator fan control 600 W (hot climates, automatic 
Sao 4 29 i transmission or Trailer socket only) 
i S4 # — from 2003 m. y. 
wi (US ? @_ @ lum y 
ror oP 
0.5 6.0 
br 


ws = white 
sw = black 
ro = red 
br = brown 
gn = green 
bl = blue 
gr = grey 
@ fi = Tilac 
7 ge = yellow 
o7-58278] % = orange 
rs = pink 
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